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Message Text 

UNCLASSIFIED 

PAGE 01 SINGAP 01041 140941Z 

ACTION EA-09 

INFO OCT-01 EB-08 ISO-OO /018W 

140947Z 021232/10 

R 140350Z MAR 77 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7302 
AMEMBASSY BANGKOK 
AMEMBASSY MANILA 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 1041 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUBJECT: FOREIGN GOVERNMENT TENDER-SPECIAL HANDLING -PUBLIC 
UTILITIES BOARD 

1. 559/01/T-0022 

2.031477 

3. CHARLES S AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO~ 

6B. MR TAY SIN YAN, CHIEF ELECTRICAL ENGINEER 

6C. PUBLIC UTILITIES BOARD 
CITY HALL 
SINGAPORE 6 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP 01041 140941Z 

7. NA 

8. 05/5/77 (2:15 PM SINGAPORE TIME) 

9.201 

10. 38230, 34439- DESIGN, SUPPLY AND ERECTION OF WATER 
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TREATMENT PLANTS OF THE ION EXCHANGE TYPE OF CAPACITY 
2X 500M3/DAY AT KALLANG GAS WORKS, 2X750M3/DAY AT PASIR 
PANIANG POWER STATION, (INCLUDING ONE PARIMARY DEMI- 
NERALIZED WATER TANK AND TWO PRIMARY DEMINERALIZED WATER PUMPS), 
AND 2X 1 000X3/D AY CATION AND ANION TRAIN AT JURONG POWER 
STATION (INCLUDING ONE FILTERED WATER TANK AND TWO FILTERED WATER 
PUMPS). 

11. PROSPECTIVE TENDERERS MAY OBTAIN TENDER DOCUMENTS 

BY PAYING A TENDER DEPOSIT OF S$1,000 (APPROX US$410) IN THE FORM 
OF A CROSSED CHECK/MONEY ORDER IN FAVOR OF "MONENCO ASIA(PTE) LTD.". 
APPLICATION FOR TENDER DOCUMENTS AND THE TENDER DEPOSIT SHOULD 
BE FORWARDED TO: THE CHIEF ELECTRICAL ENGINEER, PUBLIC UTILITIES 
BOARD, CITY HALL, SINGAPORE 6. 

UNLESS EXPRESSLY STATED TO THE CONTRARY, ALL 
MATERIALS, EQUIPMENT AND ARTICLES FURNISHED BY THE 
SUCCESSFUL CONTRACTOR SHALL COMPLY WITH THE 
APPLICABLE PROVISIONS OF THE STANDARDS OF THE 
AMERICAN SOCIETY FOR TESTING AND MATERIALS, THE 
AMERICAN SOCIETY OF MECHANICAL ENGINEERS, THE 
BRITISH STANDARDS INSTITUTION AND THE SINGAPORE 
STANDARDS INSTITUTE. 

12. CRITERIA C: AMERICAN SUPPLIERS HAVE 

AN AVERAGE CHANCE FOR SUCCESS AND THE VALUE OF ALL 
PRODUCTS IN THE TRADE OPPORTUNLPY EXCEEDS US$1 
MILLION. 

HOLDRIDGE 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 SINGAP 01041 140941Z 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 14-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SINGAP01041 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770086-0936 
Format: TEL 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770362/aaaaccpr.tel 

Line Count: 97 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: a14d7bb8-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 04-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3116810 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER-SPECIAL HANDLING -PUBLIC UTILITIES BOARD 
TAGS: BTIO, SN 
To: COM 
Type: TE 
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